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SUMMARY OF 

IRANIAN REMOTE VIEWING SESSIONS CD-06 and CD-16 
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£ CD-06 13 MAY 80 SHIRAZ 


SUMMARY : The remote viewer was shown an overhead photograph, labeled Shiraz. 

On this photograph was an annotated building. The viewer was asked to access 
this building and determine if there were any US hostages at this location. 

If so, who are they, and what type of security measures are being taken to 
guard them. The remote viewer felt that there were four people being held 
hostage at this location, but could only get descriptions of two. He also 
described five Iranian guards, two of which were sleeping at this time. 

He felt that this building was located somewhere in the extreme northwest 
section of the city. 
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CD-16 21 MAY 80 Q0M 

SUMMARY: The remote viewer was shown an overhead photograph, labeled Qom. 

On this photograph was an annotated, separately secured complex. The 
viewer was asked to go to this complex and determine if there were any US 
hostages at this location. The viewer described a group of 15-20 people, 
but could not be positive whether they were American prisoners or not. 
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